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Message Text 

UNCLASSIFIED 

PAGE 01 FRANKF 01498 231132Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 10-14 ISO-OO OC-06 CCO-OO OCL-OO 
/038 W 

128879 240214Z/20 

R 231113Z FEB 78 
FM AMCONSUL FRANKFURT 
TO AMEMBASSY BERN 
SECSTATE WASHDC 993 
INFO AMEMBASSY BONN 
USMISSION GENEVA 
AMEMBASSY LONDON 

UNCLAS FRANKFURT 1498 

BERN FOR ADMIN AND C&R, DEPT FOR SY/OPS/T AND SY/OPS/FO 
BONN FOR RCO, GENEVA FOR RSO, LONDON FOR ATO 


E.O. 11652: N/A 
TAGS: ASEC 

SUB J : CHILLER INSTALLATION-CCC AREA BERN 

1 . SWC BYER SURVEYED REQUIREMENTS OF BERN CCC CHILLER INSTALL- 
ATION PROJECT 13-15 FEB 1978. 

BASED ON SURVEY, RTC ESTIMATES PROJECT CAN BE COMPLETED IN 
APPROX 20 MANDAYS UTILIZING RTC FRANKFURT MANPOWER RESOURCES 

2. RTC HAS SCHEDULED SEABEE TEAM CONSISTING OF SWC BYER AND 

UTC JONES TO COMMENCE WORK ON PROJECT 13 MARCH 1978. BERN WILL BE 
ADVISED OF TEAMS ITINERARY WHEN CONFIRMATION RECEIVED. 

3. IT IS REQUESTED THAT ALL CONCERNED KEEP RTC ADVISED OF ANY 
CHANGES IN PLANS CONCERNING PROJECT. BLAKE 

UNCLASSIFIED 
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